
2® UNLESS WISED CONTRARY l WILL INSTRUCT THAT FUEL 

BE STORED AS BEFORE STRESSING SECURE STORAGE AND HANDLING . 

25X1 A 3 * WILL CONTACf| 1 RE SIG CENTER EQUIPMENT AS® WILL 

25X1 A ' 

DEACTIVATE SOON AS APPROPRIATE,, EXPECT P£3?S TO 

DEPART SOON A$ WE CAN aOSE Olf AND GO’ CONAIR RESERVATIONS© 

WILL ADVISE TRAVEL ITINERARY AS KNOWN© 

25X1 A *„ FOR | I SECURj FLS ADVISE | ~~1 hhj. BE UNABLE 25X1 A 

25X1 A HAKE | | ON 12 JULY DUE OP NEED HERE* 

END OF MESSAGE 










